TRINITY  CHURCH 
New  England's  Methodist  Cathedral 
Sumner  Avenue,  Springfield,  Mass. 


Pub.  by  NATCO®,  Natural  Color  Cards  Co., 

Rldgefield  Park,  N.  J. 

12408-B 


